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Tower  United  Presbyterian  Church 

Grove  City,  Pa.  16127 
Constructed  in  1926  on  west  end 
of  Campus  of  Grove  City  College. 
Renovated  1968-1970  under  iMWMMit 
Pastor,  The  Reverend  Robert  L.  Veon 
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